MICROSCOPY.
flashes of light succeed each other ever so little ! the rotary period of the revolving* body, the appear to move slowly forward, while in reality ing rapidly; and should the light flashes succeed more rapidly than the revolutions of the revol the body will appear to move slowly bnekwa -direction opposite to that in which it is really tu
These curious effects are also produced win* bcr of the light flashes is a multiple of the numb lutions, or vice versa.
The combined effect of interrupted illuminnti sivStence of vision may be practically utilized for objects under motion which could not otherwi
Fn;, 303
factorily studied, To apply intermittent light tc scopical examination of ciliated organisms, the devised the electrically rotated upertumt clisipiece of fine lace*.
